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MAGAZINE BUILDING 
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PRINTING SERVICES BUILDING ADDITION 


Gross Square Feet: 121,994 


; ; \ 


-. Components to Move Square Feet *. Personnel 
OL from Ames ; 40, 482 
OL Storage (new rqmt) * _. 16,000 
BSB from Hgqs. 4,229 
PSD (ground floor) from Hqs. 6,730 : 
PSD Graphics from Hqs. 2,489 
.SSS from Magazine 3,540 
OSR from Magazine ; 3,755 
FE from Magazine . 770 
OF from Ames "3,265 
Reserve Space = 69 
“Net toGross Add | 40, 665 


_ TOTAL GROSS 121,994. 


* This 16,000 square feet consists of moving Printing Services Division 
paper normally held in storage at a: the new structure, as 
well as assigning space to the Building Services Branch, Logistics 
Services Division, OL, so that ground floor "corridor storage" which 
we are forced into from time to time can be eliminated. Such "corridor 
storage" is both aesthetically objectionable and‘has subjected us to 
criticism from both the Office of Security Safety Staff and the General 
Services Administration Fire Marshal. 
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